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Message Text 

UNCLASSIFIED 

PAGE 01 MOSCOW 07I8I 23I52IZ 
ACTION SY-05 

INFO OCT-OI EUR-I2 ISO-00 /018W 

2320I9Z 006949/70 

R231450ZMAY 77 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC 7747 
INFO AMCONSUL FRANKFURT 

UNCLAS MOSCOW 7181 

DEPT EOR A/SY/T, FRANKFURT FOR OIC/RTC 

E.O. 11652: NA 
TAGS: ASEC 

SUBJECT: POWER CONVERSION, MATERIAL REQUIRED 

ROTRON INC. CARAVEL CL2L2 AXIAL FANS NOW USED IN CONFERENCE ROOMS 
ARE 110 VAC UNITS. REQUEST FOUR EACH 220 VAC AXIAL FANS EQUIVALENT 
TO ROTRON MODEL CL2L2. ACCORDING TO ROTRON PRODUCT INFO BULLETIN, 

THEIR MODEL CL3L2 WOULD BE EXACT REPLACEMENT. MATLOCK 
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Expiration: 
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ISecure: 1 
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Line Count: 33 
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Subject: POWER CONVERSION, MATERIAL REOUIRED ROTRON INC. CARAVEL CL2L2 AXIAL FANS NOW USED IN CONFERENCE ROOMS 
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